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Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

October 13, 1880 


Sir: 


I have to acknowledge the receipt of your letter of the 12th instant, enclosing two dollars, 
equivalent for the two defective silver dollars of the Carson Mint coinage, forwarded with the 
defective dies. 


Very respectfully, 
Horatio C. Burchard 
Director. 


A. Loudon Snowden, Esq. 
Supt. Mint U.S. 
Philadelphia. 


